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U. S. ARMY SIGNAL PROCUREMENT OFFICE 
9800 SAVAGE ROAD 
FORT GEORGE G. MEADE, MARYLAND 


at* M*. K e? ta-te. 


MODIFICATION NO. 1 
CHANGE ORDER TO: 

CONTRACT DA18-I19-SC-109 
FILE NO. 267-LYN-58 


Mr. William F. Friedman 
310 Second Street, S. E. 

Washington 3> D. C. 

1. This Modification No. 1, dated 17 June 195® > is for the 
purpose of correcting the address of the Contractor, as follows: 

"210 Second Street, S. E." should "be changed to read 
"310 Second Street, S. E." 

2. This Modification does not change the total consideration of 
the Contract. 

3. Except as modified herein, the terms and provisions of the 
basic Contract shall remain in full force and effect. 

THE UNITED STATES OF AMERICA 


ROBERT F. MORONEY 
Contracting Officer 


roved for Release bv NS A on 1 1-15-2013 pursuant to E.O. 1352 


